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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Cateqories/Tests __ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests 
Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 
TX Water, mg/cigt. 

TX Puffs/Cigt. 


PRM5 


Target Average 

StdDev 

N 

23.0 



3.3 



45.2 

1.29 

34 

60.2 

2.30 

34 

3.08 

0.137 

34 

11.86 

1.345 

34 

13.7 

0.53 

34 

5.2 

0.03 

2 


PRML8 

1.000 

17.70 

11.4 

0.0028 

0.042 

0.05 

2 

2 

2 

Target 

Average 

StdDev 

N 


39.0 




2.0 




22.7 

1.12 

33 


32.4 

1.50 

33 


1.51 

0.070 

33 


8.25 

0.816 

33 


11.2 

0.32 

33 


5.0 

0.01 

2 


36.1 

0.12 

20 


18 

2.4 

100 


0.738 

0.0050 

2 


17.17 

0.001 

2 


10.4 

0.02 

2 

PRML6 




Target 

Average 

StdDev 

N 


34.0 




2.4 




22.4 

1.30 

34 


35.5 

2.14 

34 


1.42 

0.063 

34 


11.75 

1.231 

35 


9.5 

0.43 

34 


PRM6 


Target 

Average 

StdDev 

N 


28.0 




2.8 




27.7 

1.11 

34 


44.5 

2.03 

34 


1.77 

0.074 

34 


15.00 

1.202 

34 


9.9 

0.28 

34 


5.0 

0.03 

2 


25.1 

0.15 

20 


2 

0.3 

98 


0.689 

0.0035 

2 


16.88 

0.120 

2 


10.2 

0.04 

2 

PRML8M 




Target 

Average 

StdDev 

N 


39.0 




2.1 




23.6 

1.05 

31 


33.1 

1.50 

31 


1.51 

0.066 

31 


8.00 

0.703 

31 


11.3 

0.22 

31 


5.0 

0.01 

2 


36.0 

0.40 

20 


19 

1.8 

100 


0.732 

0.0021 

2 


17.05 

0.177 

2 


10.6 

0.01 

2 

PRML6M 




Target 

Average 

StdDev 

N 


35.0 




2.3 




21.4 

0.98 

33 


32.5 

1.84 

33 


1.32 

0.063 

33 


9.80 

1.113 

33 


9.4 

0.30 

33 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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TX pH in Whole Smoke 

4.9 

0.01 

2 


4.9 

0.05 

2 

Filter 








Tipping Paper Length, mm 

31.1 

0.08 

20 


31.8 

0.10 

20 

Ventilation 

Filler 

10 

1.6 

100 


13 

1.5 

100 

Tobacco Weight, g 

0.631 

0.0010 

2 


0.625 

0.0014 

2 

Total Alkaloids, mg/g 

17.47 

0.042 

2 


17.04 

0.078 

2 

OV After Grinding 

10.5 

0.03 

2 


10.3 

0.04 

2 


PRMD8 



PRMU6 




Test Categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

mm 

Smoke 








FTC Butt Length, mm 

39.0 




34.0 



Tar/Puff, mg 

1.3 




1.6 



TX Tar, mg/cigt. 

16.2 

0.88 

32 


15.5 

0.96 

34 

TX Tpm, mg/cigt. 

20.0 

0.98 

32 


21.5 

1.44 

34 

TX Nicotine, mg/cigt. 

1.12 

0.037 

32 


1.05 

0.054 

34 

TX Water, mg/cigt. 

2.60 

0.534 

32 


4.93 

0.735 

34 

TX Puffs/Cigt. 

13.0 

0.54 

32 


9.8 

0.31 

34 

TX pH in Whole Smoke 

Filter 

4.9 

0.02 

2 


5.0 

0.07 

2 

Tipping Paper Length, mm 

36.1 

0.36 

20 


31.0 

0.14 

20 

Ventilation 

Filler 

53 

2.4 

100 


44 

2.5 

100 

Tobacco Weight, g 

0.754 

0.0010 

2 


0.629 

0.0028 

2 

Total Alkaloids, mg/g 

17.45 

0.106 

2 


17.16 

0.141 

2 

OV After Grinding 

10.6 

0.04 

2 


9.7 

0.00 

2 


Notations : 




PRM5 

- PREMIUM 

BUY 

NON-FILTER KS REG SP 

PRM6 

- PREMIUM 

BUY 

FF KS REG SP 

PRML8 

- PREMIUM 

BUY 

LTS 100 REG SP 

PRML8M 

- PREMIUM 

BUY 

LTS 100 MEN SP 

PRML6 

- PREMIUM 

BUY 

LTS KS REG SP 

PRML6M 

- PREMIUM 

BUY 

LTS KS MENTHOL SP 

PRMU8 

- PREMIUM 

BUY 

ULTRA LTS 100 REG SP 

PRMU6 

- PREMIUM 

BUY 

ULTRA LTS KS REG SP3 


Run aborted due to machine failure. Replaced with jRun 18. 

PRM5 - TX-EVENT data was rejected because the sample was non-filter. 

PRM5 - Tip-length was inadvertently cancelled instead of removed from the 

test grouping. 

PRML8 - Group 1565 Run 15 Port 18 badported due to leak. 


All tests were conducted in the Philip Morris D.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division, The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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PRMU8 - Group 1565 Run 10 Port 10 badported because coals fell off end of 

cigarette. 



All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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